Fairleigh Dickinson University Business Review 


. Business Review - 1976 
Index to Volume 16 


Adler, Lee and Mayer, Charles S., Managing the Corporate Research Department, 
Summer, p. 3 

Bambach, John C., Trade Credit -— an Important Source of Capital, Winter, p. 11 
Brutommesso, Raymond |., A Method Utilizing the Internal Revenue Code to 
Revamp Our Cities at no Cost to Government, Summer, p. 20 

Burnell, Salem Kenneth, The Myths and Misuse of Industrial Advertising: A 
Rejoinder, Summer, p. 14 

Gottschalk, Jack A., Emergency Press Relations.....an Essential Part of Corporate 
Contingency Planning, Spring, p. 16 

Higgins, Michael, A Job Information Network: for Pragmatic Career Development, 
Spring, p. 3 

Mascia, Joseph S., Increasing Confidence and Creating Homogeneity in the 
Municipal Bond Market, Winter, p. 18 

Meier, T. K., Management Training in Affirmative Action, Fall, p. 3 

Small, Robert J., and Rosenberg, Larry J., Appraising Job Performance in the 
Industrial Sales Force: an Application of a Partial Model, Fall, p. 18 


Taylor, Russel R., Do Directors Really Direct?, Winter, p. 3 
Vehrkens, Kenneth T., The Survival of Bureaucracy in the Modern World, Fall, p. 12 


Fairleigh Dickinson University} 


Stanges, Michael T., Congress Forecloses on Variable Rate Mortgages, Spring, p. 11 


CAT 
| 
= 


